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INFO OCT-01 EUR-25 ISO-OO SCI-06 AID-20 CEA-02 CIAE-00 
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DRAFTED BY: USAEC/IP/EUR:CLSESSER 
APPROVED BY: SCI-HDBREWSTER 
USAEC/IP:WABURKE 
EUR/RPE-MR LAMB 

097668 

R 202033Z JUN 74 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 
INFO USMISSION EC BRUSSELS 

UNCLAS STATE 132537 

PARIS FOR ARNOLD DRAMISH, PHYSICAL SCIENCE OFFICER 
EC BRUSSELS FOR RUBIN, USAEC 

E.O. 11652: N/A 
TAGS: TECH 

SUBJ: OECD-NEA INTERIM RADIATION PROTECTION STANDARDS FOR 
RADIOISOTOPIC PACEMAKERS 

REF: OECD PARIS 14166 

THIS CONFIRMS TELCON BETWEEN C. SLESSER AND C. WAIT, 

JUNE 18. R.E. CUNNINGHAM, AEC SPECIALIST ON STANDARDS FOR 

RADIOISOTOPIC PACEMAKERS, HAS NOT HAD OPPORTUNITY TO REVIEW 

C(74)101 . HOWEVER, IF IT CONTAINS NO SUBSTANTIVE CHANGES 

IN STANDARDS FROM TEXT OF NE(74)8, APRIL 1, 1974, THEN 

CUNNINGHAM AGREES WITH RECOMMENDATIONS, INCLUDING PUBLICATION 

OF INTERIM STANDARDS. KISSINGER 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 132537 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 

UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: RADIATION, MEDICAL SCIENCE, PACEMAKERS, EXECUTIVE COMMITTEE 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 JUN 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 32537 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USAEC/IP/EUR:CLSESSER 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 62-0629 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740627/aaaaaxcv.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: OECD PARIS 14166 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 SEP 2002 by PhilliR0>; APPROVED <13 JAN 2003 by izenbei0> 

Review Markings: 
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Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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